7be Origin of the University

van Linge but not erected till after the Restoration,
still find some admirers. Hall and Chapel alike have
suffered through being tinkered within and without
by successive revivers of Gothic. The pinnacles and
buttresses of that style have supplanted the pediments
and Doric pilasters of the Grecian.

At right angles to the Hall the old library v/as
built over the kitchen (1669). It is now used for
rooms; the present Library having been built from
designs by Sir Gilbert Scott, to house the gigantic
statues of Lord Eldon and Lord Stowell, bequeathed
to the College by the grandson of the former. This
mass of marble weighs over sixteen tons. A smaller
version of this seventeenth century quadrangle was
finished in 1719.

For in 1714 had died Dr John Radcliffe, a famous
and witty doctor, whose skill had secured him the
post of court physician and whose wit had deprived
him of it. For he offended William III. by remark-
ing to that dropsical monarch, that he would not have
his two legs for his two kingdoms. It had long been
known that the worthy doctor intended to make his
College and his University his heirs. His munificence
was rewarded by a public funeral of unexampled
splendour and a grave in the nave of St Mary's. The
bulk of his fortune he devoted to specific purposes
benefiting the University, but he left a large sum to
University College "for the building of the front
down to Logic Lane, answerable to the front already
built, and for building the master's lodging 1 therein,

1 The office of Master of the College grew out of
the position of the Senior Fellow, He now lives
in the beautiful house designed by Mr Bodley, (Grove
Street).

In 1842 a further extension of the College took place
when, on the sites of the old Deep and Staunton Halls the
present buildings on the extreme west of the College were
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